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UNITED  STATES  DEPARTMENT  OE  AGRICULTURE. 


Office  of  the  Secretary. 


Federal  Horticultural  Board. 


PLANT  QUARANTINE  DECISION  NO,  8. 

The  Federal  Horticultural  Board  recommends  that  Regulation  No. 
7 of  the  Rules  and  Regulations  Governing  the  Importation  of  Cotton  into 
the  United  States,  as  revised  January  25,  1916,  effective  February  1, 
1916,  be  modified  so  as  not  to  require  that  foreign  cotton  unloaded  on 
the  dock  prior  to  midnight  February  15,  1916,  be  held  for  disinfection. 


C.  L.  MARLATT,  Chairman, 
i.  A.  ORTON, 

GEO.  B.  SUDWORTH, 

W.  D.  HOrfER, 

K.  F.  KELLSRMAN, 


Federal  Horticultural  Board. 


R.  C.  ALTHOOSE, 

Secretary  to  Board. 


APPROVED: 


Secretary  of  Agriculture, 


Washington,  D.  C.,  Feb,  2,  1916. 
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